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CHICAGO SAFETY PENS 

AND 

EVRDA PENCILS 



A PEN and PENCIL 

for 

EVERYBODY EVERY DAY 

Always Ready to Serve YOU 


CHICAGO SAFETY PEN CO. 

538 South Clark Street - - - CHICAGO, ILL. 
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Why the CHICAGO SAFETY Pen and 
EVRDA Pencil is Superior to Any Pen 
or Pencil on the Market Today 

In CHICAGO SAFETY pens and EVRDA pencils we have the 
fountain ipen and. pencil brought up to its highest state of perfection. 
Every CHICAGO SAFETY pen and EVRDA pencil is guaranteed 
to please the user. Any pen or pencil that does not prove satis- 
factory may be exchanged without charge. 

We will clean, relabel, or adjust your stock of CHICAGO 
SAFETY pens and EVRDA pencils as often as necessary without 
charge when sent to ite, so they will be in saleable condition at all 
times. «*^_ ? 

The CHtt&GO SAFETY pen is simple in construction not 
having any springs to become corroded by the acid in the ink. It 
has the largest ink capacity of any pen on the market, owing to the 
fact that there are no unnecessary devices which naturally take up 
space, and cut down the ink capacity. 

The EVRDA pencil whose construction is entirely an assembling 
operation, and can be put together, taken down, and rebuilt without 
harming the parts. 

All CHICAGO SAFETY pens are equipped with nickel silver 
clips, and gold filled rings on all unmounted pens. All mounted pens 
are equipped with gold filled clips. THERE IS NO EXTRA 
CHARGE FOR THIS FEATURE. 


THE CHICAGO SAFETY PEN 


HIGH GRADE, SELF-FILLING, NON-LEAKABLE, SAFETY FOUNTAIN PENS 

PENS 

Fitted with 14-K. Solid Gold. Tipped with Hard Selected Iridium that will last a life time. 

POINTS 

Regular, Fine, Medium, Coarse and Stub. 

Special for Bookkeeping, Shorthand and Manifold — a Pen for any class of work. 


Sectional View *- 
Showing Pen 

with 
Lever Up and 
Sac Collapsed 
Ready for 
Filling. 
Immerse Pen in Ink 
Return Lever to 
Original Place, 

Fills Pen 
Ready for Use. 


Sectional View 
Showing Pen Filled 
with Safety Cap on 
Making the Pen 
Non-Leakable. 
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The CHICAGO Safety Pen | 

HIGH GRADE, SELF-FILLING, NON- 
LEAKABLE SAFETY FOUNTAIN PEN 
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2 S. R, $2.50 

3 S. R. 3.50 
4S. R. 
5 S. R. 
6S. R. 
8S. R. 


4.00 
5.00 
6.00 
8.00 
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2 C. G. M. $3.50 

3 C. G. M. 4.50 

4 C. G. M. 5.00 

5 C. G. M. 6.00 
6C.G.M. 7.00 
8C. G. M49.00 
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2 C. W. M. $4.00 

3 C. W. ML 5.00 

4 C. W. M. 5.50 

5 C. W. M. 6.50 

6 C. W. M. 7.50 
8C.W. M. 9.50 


THE CHICAGO SAFETY PEN 

HIGH GRADE SELF-FILLING, NON-LEAKABLE, SAFETY FOUNTAIN PENS 
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2 S. R. G. M. $3.50 

3 S. R. G. M. 4.50 

4 S. R. G. M. 5.00 

5 S. R. G. M. 6.00 

6 S. R. G. M. 7.00 
8 S. R. G. M. 9.00 


2 S. R. W. M. $4.00 

3 S. R. W. M. 5.00 

4 S. R. W. M. 

5 S. R. W. M. 

6 S. R. W. M. 
8 S. R. W. M. 


5.50 
6.50 
7.50 
9.50 


2 S. C. G. M. $3.50 

3 S. C. G. M. 4.50 

4 S. C. G. M. 5.00 

5 S. C. G. M. 6.00 

6 S. C. G. M. 7.00 
8 S. C. G. M. 9.00 
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2 S. C. W. M. $4.00 

3 S. C. W. M. 5.00 

4 S. C. W. M. 

5 S. C. W. M. 

6 S. C. W. M. 
8 S. C. W. M. 


5.50 
6.50 
7.50 
9.50 


First figure denotes size of pen fitted to holder. 
No extra charge for rings, nickel or gold filled clips. 
Gold filled bands come either plain or chased, 


Solid 14K. gold clips $2.00 extra. 
Plain 14K. solid gold bands $1.50 extra. 
Bands mounted at either top or bottom of cap. 
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Wave. 
18K. Gold Filled 
251 S. $15.00 
351 S. 16.00 
451 S. 17.00 
Sterling Silver 
331 S. $8.00 
14K. Solid Gold 
361 S. $35.00 


The CHICAGO SAFETY Pen 

HIGH GRADE, SELF-FILLING, 
NON-LEAKABLE, SAFETY 
FOUNTAIN PENS 
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Block. 
14K. Gold Filled 
252 S. $10.00 
352 S. 1 1 .00 
452 S. 11.50 
Sterling Silver 
332 S. $8.00 
14K. Solid Gold 
362 S. $30.00 
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Checkers. 
14K. Gold Filled 
253 S. $10.00 
353 S. 1 1 .00 
453 S. 1 1 .50 
Sterling Silver 
333 S. $8.00 
14K. Solid Gold 
363 S. $30.00 


MM 
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mm 


Wave. 18K. Gold Filled 
251 $15.00 351 $16.00 

451 $17.00 
Sterling Silver 33 1 $ 1 0.00 
18K. Solid Gold 
361 $45.00 
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Block. I4K. Gold Filled 
252 $10.00 » 352 $11.00 

452 $11.50 
SterlingSilver 332 $10.00 
14K. Solid Gold 

362 $40.00 
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Checkers. 1 4K.GoldFilled 
253 $10.00 353 $11.00 

453 $11.50 
Sterling Silver 333 $10.00 
14K. Solid Gold 
363 $40.00 


ENLARGED 
SKELETON 
VIEW 


THE EVRDA PENCIL 


LEAD CHAMBFR 
SHOULDER- 


SPRING CLUTCH 
FOR HOLDING 
LEAD 


LEAD POINT 


THE PENCIL THAT 
PROPELS AND REPELS LEAD. 
EXTRA LONG LEADS. 
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Plain Silver Plate 
10 $1.00 


Plain Silver Plate 
10 S. $1.00 


Plain Silver Plate 
10 S. R. $1.50 


Turning cap to the right forces lead out. Turning to left draws lead back. To use eraser, pull 
off cap. 

TO REFILL 

Turn cap to the right as far as it will go and pull cap off. Take hold of lead chamber at eraser 
and turn to the left with a slight outward pull, removing inner spiral. Pull out eraser, take a new 
lead, and replace eraser. Remove the old lead from spring clutch, and insert new. Run spring 
clutch with lead about half way up spiral. Insert spiral, with pin in spring clutch under clip on 
the long pencil, and star on the short pencil, as far as it will go, then turn to the right with slight 
inward pressure until it locks. Replace cap by pushing on until it snaps over the shoulder on 
outer casing. Turn to the right until lead appears and your pencil is ready for use. 
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THE EVRDA PENCIL 
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Plain. 
Silver Filled 

20 $1.50 
Sterling Silver 

30 $3.00 
12K.Gold Filled 

40 $3.00 
14K. Gold Filled 

50 $4.00 
14K. Solid Gold 

60 $20.00 


Wave. 

Silver Plate 

11 $1.50 
Silver Filled 

21 $2.00 
Sterling Silver 

31 $3.50 
12K.Gold Filled 

41 $3.50 
I4K. Gold Filled 

51 $5.00 
]4K. Solid Gold 

61 $25.00 


Block. 

Sterling Silver 

32 $3.50 
12K. Gold Filled 

42 $3.50 
14K. Gold Filled 

52 $5.00 
I4K. Solid Gold 

62 $25.00 


Checker. 

Sterling Silver 
33 $3.50 

12K. Gold Filled 
43 $3.50 

14K. Gold Filled 
53 $5.00 

14K. Solid Gold 
63 $25.00 


Leaf. 

Sterling Silver 
Hand Engraved 

34 $4.50 
14K. Solid Gold 
64 $40.00 


Colonial. 

Sterling Silver 
Hand Engraved 

35 $5.00 
14K. Solid Gold 
65 $45.00 


Flower. 

Sterling Silver 
Hand Engraved 

36 $6.00 
14K. Solid Gold 
66 $50.00 
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THE EVRDA PENCIL 



Plain. 

Silver Filled 
20 S. $1.50 

Sterling Silver 
30 S. $2.50 

12K. Gold Filled 
40 S. $2.50 

14K. Gold Filled 
50 S. $4.00 

14K. Solid Gold 
60 S. $16.00 


Wave 

Silver Plate 
11 S. $1.50 

Silver Filled 
21 S. $1.75 

Sterling Silver 
31 S. $3.00 

12K. Gold Filled 
41 S. $3.00 

14K. Gold Filled 
51 S. $4.50 

14K. Solid Gold 
61 S. $22.00 


Block. 

Sterling Silver 
32 S. $3.00 

12K. Gold Filled 
42 S. $3.00 

14K. Gold Filled 
52 S. $4,50 

14K. Solid Gold 
62 S. $22.00 


Checker. 

Sterling Silver 
33 S. $3.00 

12K. Gold Filled 
43 S. $3.00 

14K. Gold Filled 
53 S. $4.50 

14K. Solid Gold 
63 S. $22.00 


Leaf. 

Hand Engraved 

Sterling Silver 
34 S. $4.00 

14K. Solid Gold 
64 S. $37.00 


Colonial. 

Hand Engraved 

Sterling Silver 
35 S. $4.50 

14K. Solid Gold 
65 S. $42.00 


Flower. 

Hand Engraved 

Sterling Silver 
36 S. $5.50 

14K. Solid Gold 
66 S. $47.00 
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PUln, Wiv*. BJeclt. Cfc#tlt*f* Li*J, Cel*nla.l. Flow, 

S4v«f FilW Filled Sltflina S«Cv*f Siulm* Sulvir Hind Eninmj K*fbd Di(PAvf-j ! t*nd En.tr ivt-4 

20 S R SI n Jl S R. 12 00 J2 5 i U.» J> S. ft 11 *0 ^riir* Mm 

Sit rl mi 5-1 w Swim Sil I 2IC . C<4d F IM I RIkd H 5 R 44 Ml 1 5 S R . * kOO 1 6 S. R » 00 

»S.ll».in JI&A.MM «S.ft-S*.S* 4iS,R«.M l«.«rdCld uK Widdd HltStM&M 

tlK Co^ Filled int.CddFdhri nKCuldFilW }4K. C^td Filled MI.TO M 5» R. 142 Oft t*6S, R *47 GQ 

*0 S R ».0ft 41 5 ft SJpJti 52 S. R #5_0D SI S K «5 0t> 

IlKCeldFklkd 1 4»C.CeLJ Filled UKSoMQM HK.SoldG^ 

WS. H. »4,0® M S. R J5.ffl> 62 S. ft. 12 S CO 6*&R, 12$ 00 

MK. 5elid Cald I *K. Solid Odd 

60 SR 61 a, r moo 

LXT^A I f*' -'S «nli [ir- 


10 


THE CHICAGO SAFETY SET 



CHICAGO SAFETY SETS 


No, JM 
No J32 
No J3J 
No. 331 
No. m 
No » > 
1% J 52 
No, *SJ 
No. m 
No. IS 3 
No J6* 

No m 

No W 
No. J62 
No 


S. SlifJ.nf Skiver 
-ii'flmf Silver 
Sttrliojc Stlv, r 


5 MK. Cold FMWd 
UK Cold Filled 
MK Gold Filled 
5 UK. SoJh4 CmIJ 
S. I4K. SolritCiJd 
S NKSdnjCOd 
MK. Solkd CoJtf 
MK Sold Gold 
MK SdidCcJd 


Pen end 
ivn fend 
J fend 
Pen ind 

Pen end 

l"r n ; 
PcTk feftCj 

Pen ind 
Pen und 
Pah And 
I >n a -j 
Pen end 
Pen end 
Pen end 

IVft ■> .i 
Pen and 


No 31 
No 32 
No 33 
No 31 
No 12 


No 
No, 52 
N* J* 
No 52 
No. 
NY- 6t 
No 6* 
No 63 
No 61 
No 62 
No. 63 


| | Siertot. |d W Pencil m 

Sterliftt Skiver Mcjttkl pJmh lined 

Sterling Snivel Perwd >p> |.lui>. l.n«J 

"<- J ' K r " ^vf PrAc-l in pluiAhfMd 

S R MK Cald r,ll*rf P*xk.I ^ ptuiA Ikied 

R. UK. Cold J .-led Peiwd in f>3niJ> tiffctd 

MK QJd FUW Pi-noJ in pJuth U#d 

1 4K ( Mild pkllcd Pencil in pSuih lined 

5 II MK. Solid GUd Pened in ptuih lined 

S. R MK. Solid Cold Pencil in pfutn lm*d 

S. !l. MK Soi-d Gold Pened m pl*ik li™=d 

MK 5oti4 Gaid f T *r«i| in p^uiX liAed 

MK AJid Gold Pencil in piuih lined 

MX Gold Pew) jn plu«H tined 
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16 00 
1600 
If, go 

J5.00 
6500 

6V00 
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* AT YOUR SERVICE 


CHICAGO SAFETY PEN CO. 

538 South Clark Street - - - CHICAGO, ILL. 


